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if 

your library 
doesn’t bave 
tbis, 

your librarian 
can borrow it 

for 

90 days 

have him write today 
to receive the SCI 

for a no-obligation trial period of three months 


INSTITUTE FOR SCIENTIFIC INFORMATION 325 Chestnut Street Philadelphia Pa 19106 USA 









Big . . . economical! Fast, 
permanent protection 
in a 16 oz. spray can. 

Here is enduring, transparent, flexible protection 
for entire books, their spines and call numbers 
. . . for prints, posters, maps, pencilled sheets and 
many other items in the library requiring coated 
protection. Plasti-Lac replaces lacquer, eliminates 
time-consuming brush-work and dries handily in 
just minutes. An exclusively designed fusible plug 
in the base of the spray dispenser makes Plasti-Lac 
safe in use . . . safe in storage. 

NEW 16-OUNCE DISPENSER (Cat. No. 41 411) 

1 $1.95 6 $1.90 ea. 

12 -...$1.80 ea. 36 ....$1.50 ea. 144 .... $ 1.25 ea. 

GALLON CANS (Cat. No. 41 412) 

For those who have their own spray 

equipment or prefer brush coating $7.00 gal. 

SOLVENT AND THINNER (Cat. No. 41 413) 

8 oz $.50 


12 full ounces at an 
8 ounce price . . . 

in a flask-type “squeeze” bottle to make it handier 
for you to get almost invisible, permanent book 
repair. Bind-Art is transparent, flexible and flows 
smoothly. It helps you to repair permanently — 
with a minimum of effort — inside bindings . . . 
damaged or torn book and magazine bindings, 
sheets, pages, pamphlets . . . handily enables you 
to “tip in” loose pages. 

Mouth of bottle is wide enough for refilling or for 
brush application. 

NEW 12 OUNCE “SQUEEZE” BOTTLE 
(Cat. No. 40 401) 

1 $1.95 6 $1.85 ea. 

12 $1.65 ea. 36 $1.40 ea. 

BIND-ART IN QUARTS IN PLASTIC GALLON CONTAINERS 
(Cat. No. 40 402) (Cat. No. 40 404) 

1 $4.50 1^ $12.00 

4 4.25 ea. 5 11.00 ea. 

Empty 12-oz. Applicator Bottles (Cat. No. 40 403)— .$.25 ea. 


SAVE MORE! 16 OZ. PLASTI-LAC AND ^ SAVE MORE! 12 OZ. BIND-ART AND 
12 OZ. BIND-ART MAY BE COMBINED 16 OZ. PLASTI-LAC MAY BE COM- 

FOR A QUANTITY PRICE. I INI li 1 1 IR A QUANTITY PRICE. 


BOOK-AID 

EMBOSSED 

CLOTH 


won't dry out, or bleed! 

The longer Book-Aid is on the book, the more secure 
is the bond. That’s one reason why Book-Aid is best 
for simple, inexpensive repairs to outside bindings 
and hinges. Formulated especially for book repair, 
Book-Aid will not dry out, lift or bleed. Its median 
initial tack makes unwinding easier and allows you 
to adjust tape if, at first, it’s incorrectly applied. 
It doesn’t need glueing or moistening, it’s washable, 
it's fine grain embossed . . . and, you can letter on 
it easily and clearly. Book-Aid comes in 11 attrac- 
tive colors at these economical prices . . . 


SIZES and COLORS MAY BE ASSORTED 
FOR QUANTITY PRICE 

SIZES AND PRICES FOR BOOK-AID TAPE 


No. 35 351 Please specify length, width and color. 


Width 

1 Rl. 

30 Yar 

12Rls. 

ds 

24 RIs. 

1 Rl. 

15 Yards 

12Rls.| 24 RIs. 

3 Yards 

1 Rl. |l2Rls.|24Rls. 


1.05 

.95 

.85 

SIZES 

NOT STOCKED 

1 / 2 " 

1.65 

1.55 

1.45 

1" 

2.40 

2.30 

2.20 

11 / 2 ” 

3.55 

3.45 

3.35 

2" 

,4.75 

4.65 

4.55 

2.95 

2.85 

2.75 

.80 

.75 

.70 

21 / 2 ” 

5.80 

5.70 

5.60 

3.75 

3.65 

3.55 

1.00 

.90 

.80 

3" 

7.05 

6.95 

6.85 

4.40 

4.30 

4.20 

1.15 

1.05 

.95 

CO 

8.05 

7.95 

7.85 

5.15 

5.05 

4.95 

1.30 

1.20 

1.10 

4” 

9.35 

9.25 

9.15 

5.85 

5.75 

5.65 

1.55 

1.45 

1.35 


Colors: Orange, Red, Light Blue, Dark Blue, Black, Brown 
Dark Green, Light Green, Wine, White, Yellow. 


BRO-DARTS PLASTIC GLUE 


An excellent, low cost, general purpose adhesive especially 
recommended for permanently pasting Book Cloth, Book 
Pockets, Date Slips and similar materials. Where maxi- 
mum flexibility is required, such as for bookbinding re- 
pair, we recommend Bind-Art Adhesive. 

Cat. No. 40 408 8 oz. Applicator Bottle $ .95 ea. 

Cat. No. 40 409 32 oz. Bottle 3.25 ea. 

Cat. No. 40 410 Gallon.— 1 — $7.00 ea. 5 — $5.00 ea. 


TAPE 









BRO-DART’S 
HANDY BOOK 

REPAIR KIT 


I 

V 




Here is a modern, simplified book repair kit for 
smaller institutions which do not require large 
stocks of book repair supplies. It contains every- 
thing you need for complete, lasting book repair, 
including Bro-Dart's pamphlet on “Modern . . . Sim- 
plified Book Repair”. 

IN THE KIT... 

• 1 12 oz. Bind-Art Adhesive 

• 4 Rolls Book-Aid Tape ( 2 V 2 " x 3 yds.) 

• 1 Roll Mending Film (Magic Mending)Tape 

• 1 Roll White Hinge Tape 

• 1 Package Waxed Paper 

• 1 Pair Scissors 

• 1 16 oz. dispenser Plasti-Lac Spray 

• 1 Pamphlet — “Modern ... Simplified 

Book Repair” 

... at these ECONOMICAL prices 


Catalog No. 42 425 

Introductory Kit $8.35 ea. 

(Value: $9.50) 

Catalog No. 42 426 

Package of 12 Kits $100.20 

Less 10% discount 10.02 


ONLY ... $ 90.18 


USE THIS CONVENIENT ORDER 
BLANK TO PLACE YOUR ORDER FOR 
BRO-DARTBOOK REPAIR ITEMS, NOW 

BILL TO: ^ 


SHIP TO: 


(Please include remittance with orders 
totalling less than $5.00) 


Cat. No. 

Size 

Quantity 

Description 

Unit 

Cost 

41 411 

16 oz 


PLASTI-LAC SPRAY 


40 401 

12 oz 


BIND-ART ADHESIVE 


42 425 



BOOK REPAIR KIT 


40 408 

8 oz 


PLASTIC GLUE 


35 351 



BOOK-AID TAPE 
COLOR: 


35 351 



COLOR: 


35 351 



COLOR: 






































Prices effective May 1, 1963 , Subject to change 

without notice. 


FREE UPON REQUEST 


. . . Bro-Dart’s handy instruction Booklets: 


“Modern . . . Simplified Book Repair” and 


“The Right Tape for the Right Job”. 



INDUSTRIES 


56 Earl St, Newark, N. J. 07114 

1888 S. Sepulveda Blvd., Los Angeles, Calif. 90025 

in Canada: Bro-Dart Industries (Canada) Ltd., 

520 King St., West, ■ Toronto 2B, Ontario 


AD: 1227 


PRINTED IN U.S.A. 


